U. S. Veterans Hospital #48, Atlanta, Ga. 
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Located on Peachtree Road in Atlanta, Ga., the U. S. Veterans 
Hospital and Regional offices care for the disabled veterans of 
all wars with a capacity of 265 beds. 
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